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} SHIPTARDS TH THE GDR 25X1X (1p; German; undated) 


This document is a chart cencerni..g various shipyards in the GDR : 
3 chart cencerni. g ¥ « Alth es 
ma ete aed reir the tim referred to is after 1948 since the es 
eople~Owned En se) occurs, The chart h i 
ke ci chart has the following headings({the figures 


l. Register Number of the Shipyar:: 
2. Name of Shipyard : en 
3, Owner 
i Eataraccores of the Shipyard 
+ Passenger Ships; 5, Tug boats; 6. sfotorb 5 i 
: . » jotorboats; 7. Steel boat et 
| boats; 9. New Ship Construction; 10, Outfitting of Small Boate: ara 
li. Number of productive Workers 


12, Annual Capacity ( Colum 11 «.ltdplied by 2100 ) in Work 
; ; % Hours 

43. Annual Gross Preduetion (Soluin 12 miltd vane i 

Capacity of the Slips plied by 3.50) in Deutsche marks 

| Uj. Number; 15, Tons 

I Annual Production Program 25X1A 

Be 6 


airs 30, 000 000 
: nae TYPC} 17. large 16,000 howe; 18, medi 37000 hours; 19. Current 7 
: New Ship Construction ee 

20, 90,000 hours 


. l 25X1A 


{The foreign langu or a microfilm of it 
2 I ee 
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German Denceratic Republic rm abstract 
DESCRIPTION OF A COMPRESSOR PRODUCED fY FR¥ HALL E/SAALE (2 ong German: undeted! 


——————— 


25X1A hae doomsent te 2 report ,Fresunably part of a catalogue’, conpiled by FEN 
(Federation of People~( ser for €w Conctrestion of ” sowee Plant Machinery and 
Moters) in neble/teale, which gives a dete! ¢1, technieal description of the lov-preseure 
reciproesting compressor, model. $71.391/2. 


The soapressor is used to sapply compri eced cir in fountries, ore aad coal sines, dhipe 
yards, bld-eragircd ete, Tt has a capacity of 2if ethie meters per hour at a find. naxinw 
pressure of 6 ata. ‘The compressor is a siz; Ie+ctege, twoeoylinder, stationary, air-cooled 
model, WH and ie armanged in series, | det. tle< explanation is given of the individual parts, 
and of the operation, lvorleation, and rege: asicn of the compressor. It Le atated that the 
adventages of the air-cooled — ove: hore whidh are wateresooled are: In an aim 
eooled compressor, the highest degree op: Tatlonal safety is guaranteed, regerdless of” 
place of installation, and a bdirensingsy eo hs cooling effect through pollution te tapossitie, 
fn airegooled compressor is algo reliable 2:4 ¢cer not require servicing at te lcvest temper 
atures, cince the danger of the cooling wat: r becoming frosen is elisinated. 

Tm addition to a photograph and a diag: ma: <f different views of the souprensor, the report 
econteing a table of dimensions and capectiy. -£ i: gives figoren on the machine as a whole 
and on its individual parts, 
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Foreign language decusent or microfil: ee: available £ Library, 2OX1A 
ext. 
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